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DIRECTOR OF CENTRAL INTELLIGENCE . 


Security Committee 4 SECOM-D-140 . WOE 


28 June 1983 


MEMORANDUM FOR: Members, DCI Security Committee 


FROM: 
Chairman 


SUBJECT: Request for Waiver of DCID 1/7 Controls 


1. The attached memorandum from the DIA Chief of Staff requests SECOM 
approval to release classified material bearing DCID 1/7 control markings to 
the Applied Physics Laboratory of the John Hopkins University. This con- 
stitutes a request for waiver of DCID 1/7 controls without case-by-case 
originator approval. The SECOM. Compartmentation Subcommittee unanimously 
voted, at its 26 April 1983 meeting, to require requested waivers of DCID 1/7 
controls to be considered by SECOM on a case-by-case basis. 


2. Please review this request, pene sign and date the attached vote 
sheet, and return it te the Executive ys by 4 
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Attachment #2 


SECOM Member Vote Sheet 
SUBJECT: Request for Waiver of DCID 1/7 Controls 


With regard to DIA's request for a waiver of DCID 1/7 controls to permit 
release of controlled material without case-by-case originator approval to the 
Applied Physics Laboratory of the Johns Hopkins University, I vote as follows: 


Concur 


a TT 


Non-concur 


retreat ar heer emer ener remet ri aerenneetecurtnetinnreenteaenam are 


Name of Agency or Department 


Date 


(Signature) 


(Comments, if any, should be noted below) 
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